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THE 

Hospital  for  Consumption 

AND 

Diseases  of  the  Chest 

BROMPTON,  LONDON,  S.W.3, 

SANATORIUM  and  CONVALESCENT  HOME,  FRIMLEY,  SURREY. 

INCORPORATED  BY  ACT  OF  PARLIAMENT. 


Hutfrr  the  JEmmetftate 'Patronage  of 


HIS  MAJESTY 
HER  MAJESTY 
HER  MAJESTY 


THE  KING. 
THE  QUEEN. 
QUEEN  MARY. 


Present : 

The  Right  Hon.  THE  EARL  OF  DERBY,  K.G.,  P.C.,  G.C.B.,  G.C.V.O. 


3£tre-pre£ttfent6 : 


His  Grace  The  Lord  Archbishop  op  Canter¬ 
bury. 

The  Most  Rev.  and  Rt.  Hon.  Archbishop 
Lord  Lang,  P.C.,  G.C.V.O.,  D.D. 

His  Grace  The  Lord  Archbishop  of 
Westminster. 

The  Most  Hon.  The  Marquis  of  Salisbury, 
K.G.,  P.C.,  G.C.V.O.,  C.B. 

The  Right  Hon.  The  Earl  of  Dudley, 
M.C.,  D.L.,  J.P. 

Tiie  Right  Rev.  and  Right  Hon.  Bishop 
A.  F.  WlNNINGTON-lNGRAM,  K.C.V.O. 

The  Right  Rev.  The  Lord  Bishop  of 
Salisbury. 


The  Right  Rev.  The  Lord  Bishop  op 
Southwark. 

The  Right  Rev.  The  Lord  Bishop  of 
Guildford. 

The  Very  Rev.  The  Chief  Rabbi. 

The  Right  Hon.  Lord  Blanesburgh,  P.C.. 
G.B.E.,  D.C.L.,  LL.D. 

The  Right  Hon.  Elizabeth,  Lady  Chbyles- 

MORE. 

The  Right  Hon.  Lady  Melohett. 

The  Hon.  Sir  Arthur  Stanley,  G.C.V.O., 
G.B.E.,  C.B.,  LL.D. 


CrraSurrr: 

Sir  WILLIAM  BIRD. 


Ctjaplatn : 

The  Rev.  S.  C.  BELCHER,  M.A. 


Committer  of  Management; 

Chairman — The  Right  Hon.  THE  EARL  OF  DUDLEY,  M.C.,  D.L.,  J.P. 
V  ice- Chairman — 

Deputy-Chairman — WIDDPvTNGTON  STAFFORD,  Esq. 


E.  C.  Austen-Leigh,  Esq. 

J.  Harold  Cooke,  Esq. 

Maurice  Davidson,  Esq.,  M.D.,  F.R.C.P. 
The  Right  Hon.  Lord  Doverdale. 

A.  Tudor  Edwards,  Esq.,  M.D.,  M.Ch., 
F.R.C.S. 

Sir  John  L.  Gilmour,  Bart. 

A.  Hope  Gosse,  Esq.,  M.D.,  F.R.C.P. 


Sir  Percival  H-S.  Hartley,  C.V.O.,  M  D 
F.R.C.P. 

Gerard  Koch  de  Gooreynd,  Esq. 

W.  E.  Lloyd,  Esq.,  M.D.,  F.R.C.P. 

Col.  The  Hon.  G.  K.  M.  Mason,  D.S.O. 

The  Hon.  Mrs.  Edwin  Montagu. 

A.  Saxon  Snell,  Esq. 

Frederick  Wood,  Esq. 

F.  H.  Young,  Esq.,  O.B.E.,  M.D.,  F.R.C.P. 


Ex-Officio  Membeis  : 

The  President.  |  The  Treasurer. 


Secretary:  F.  G.  ROUVRAY. 


u 


Consulting  43l)pStctauS : 

Sir  PERCIVAL  H-S.  HARTLEY,  C.V.O.,  M.D.,  F.R.C.P. 

ROBERT  A.  YOUNG,  C.B.E.,  M.D.,  F.R.C.P. 

R.  CECIL  WALL,  M.D.,  F.R.C.P. 

WILLIAM  J.  FENTON,  M.D.,  F.R.C.P. 

pijostctauS  antt  •assistant  |9l)j)StctanS : 

A.  HOPE  GOSSE,  M.D.,  F.R.C.P. 

G.  E.  BEAUMONT,  M.D.,  F.R.C.P. 

A.  L.  PUNCH,  M.B.,  M.R.C.P. 

MAURICE  DAVIDSON,  M.D.,  F.R.C.P. 

F.  H.  YOUNG,  O.B.E.,  M.D.,  F.R.C.P. 

W.  E.  LLOYD,  M.D.,  F.R.C.P. 

J.  L.  LIVINGSTONE,  M.D.,  F.R.C.P. 

GEOFFREY  MARSHALL,  O.B.E.,  M.D.,  F.R.C.P. 

J.  CLIFFORD  HOYLE,  M.D.,  F.R.C.P. 

W.  D.  W.  BROOKS,  M.D.,  F.R.C.P. 

F.  P.  LEE  LANDER,  O.B.E.,  M.D.,  F.R.C.P. 

J.  G.  SCADD1NG,  M.D.,  F.R.C.P. 

jjatrgconS  anti  assistant  burgeons : 

J.  E.  H.  ROBERTS,  O.B.E.,  B.S.,  F.R.C.S. 

A.  TUDOR  EDWARDS,  M.D.,  M.Ch.,  F.R.C.S. 

C.  PRICE  THOMAS,  F.R.C.S. 

R.  C.  BROCK,  M.S.,  F.R.C.S. 

burgeon  tu  Charge  of  tfje  Ctjroat  anti  Car  IBepartment : 

F.  C.  ORMEROD,  M.D.,  F.R.C.S. 

assistant  jhtrgeou  to  tt)r  Ctjroat  anti  Car  IBepartment :  . 

J.  C.  HOGG,  F.R.C.S. 

Crmporarn  JBtrcctor  of  ti )t  Matitologiral  SBepartmeut: 

L.  G.  BLAIR,  M.R.C.S.,  L.R.C.P.,  D.M.R.E. 

Cemporarp  fiBcntal  burgeon : 

A.  T.  PARTRIDGE,  L.D.S.,  R.C.S.,  D.D.S.(PENN.). 

anacStljrtiStS: 

I.  W.  MAGILL,  M.B.,  B.Ch.,  D.A. 

C.  LANGTON  HEWER,  M.B.,  B.S.,  D.A. 

R.  MACHRAY,  M.B.,  B.S. 

F.  J.  GORDON,  M.R.C.S.,  L.R.C.P. 

ERNEST  LANDAU,  M.R.C.S.,  L.R.C.P.,  D.A. 

assistant  anaesthetist : 

R.  E.  MANSFIELD  (MRS.),  M.R.C.S.,  L.R.C.P.,  D.A. 

BlinSirtan  to  tt )e  Cartiiac  SBepartment: 

A.  HOPE  GOSSE,  M.D.,  F.R.C.P. 

Children's  Contact  £nbcstigation  iBepaytment : 

Physician:  MAURICE  DAVIDSON,  M.D.,  F.R.C.P. 

Chief  Assistant :  Miss  A.  M.  C.  MACPHERSON,  M.D.,  M.R.C.P. 

Soint  Neoplastic  Clinic  bull)  itogal  Canrer  ?f?oSpttal : 

Physician  :  MAURICE  DAVIDSON,  M.D.,  F.R.C.P. 

Surgeon  :  J.  E.  H.  ROBERTS,  O.B.E.,  B.S.,  F.R.C.S. 
Radiotherapist:  D.  W.  SM1THERS,  M.D.,  D.M.R. 

Cempmaro  ^atljologtSt : 

J.  W.  CLEGG,  M.R.C.S.,  L.R.C.P.,  D.C.P. 

MrSiUent  iMctfiral  Officer: 

A.  F.  FOSTER-CARTER,  M.D.,  B.Ch. 

#Hetfical  ^upt.  of  tljc  Sanatorium  : 

R.  C.  WINGFIELD,  M.B.,  F.R.C.P. 

NHatrou:  I  ilatfn  aimoney: 

Miss  E.  M.  THORNHILL.  I  Miss  M.  S.  COLTART. 

^OlicttarS  :  Messrs.  NORTON,  ROSE  C-REENWELL  &  CO. 

autlitarS  :  Messrs.  PRICE,  WATERHOUSE  &  CO. 

Bankers  :  WILLIAMS  DEACON’S  BANK  LTD.,  20  Birchin  Lane,  E.C.3. 
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Hospital  for  Consumption  anb  $)iseasrs  of  %  Cbest, 

BROMPTON. 

1 04th  Annual  Court  of  Governors, 

Thursday,  22nd  March,  1945. 


The  Right  Hon.  The  EARL  OF  DUDLEY, 
M.C.,  D.L.,  J.P.,  in  the  Chair. 


REPORT  OF  THE 
COMMITTEE  OF  MANAGEMENT. 

The  Committee  of  Management  have  the  pleasure  to 
present  their  Report  on  the  work  of  the  Hospital  and 
Sanatorium  for  the  past  year. 

Owing  to  enemy  activity  the  admission  of  in-patients  was  Patients 
restricted  for  several  months,  but  despite  this  the  number 
treated  shows  a  slight  increase  over  the  previous  year. 

During  those  months,  however,  there  was  a  marked  reduction 
in  the  number  of  patients  attending  the  Out-patient  Depart¬ 
ment,  but  for  the  remainder  of  the  year  the  high  level  of 
attendances  so  noticeable  in  the  previous  year  has  been 
maintained. 

A  large  number  of  patients  are  awaiting  treatment  in  the 
Hospital,  and  steps  are  being  taken  to  re-open  the  remaining 
beds  which  it  was  considered  expedient  to  close  during 
heavy  air  raids,  as  soon  as  the  necessary  staff  is  available. 

The  Committee  are  pleased  to  report  that  at  their  Vice-Presidents 
invitation  His  Grace  The  Lord  Archbishop  of  Westminster  committee  o{ 
has  expressed  his  willingness  to  become  a  Vice-President  of  Management 
the  Hospital,  and  that  Colonel  The  Hon.  G.  K.  M. 

Mason,  D.S.O.,  has  joined  the  Committee. 

It  is  with  extreme  regret  that  the  Committee  have  to  Death  of 
record  the  death  of  Sir  Ernest  Bird.  He  was  a  member  of  ^mest 
the  Committee  of  Management  for  nearly  twenty-three 
years,  and  although  his  many  interests  prevented  his  regular 
attendance  at  the  meetings,  he  nevertheless  took  a  keen 
interest  in  the  affairs  of  the  Hospital. 


IV 


Death  of 
Sir  J  ames 
Dundas-Grant 
and  Dr.  R.  L. 
Rawlinson 


The  Committee  have  also  to  express  their  profound 
sorrow  at  the  death  of  Sir  James  Dundas-Grant,  Consulting 
Laryngologist,  and  of  Dr.  R.  L.  Rawlinson,  Director  of  the 
Radiological  Department. 

Sir  James  Dundas-Grant  joined  the  Staff  of  the  Hospital 
as  Surgeon  to  the  Throat  and  Ear  Department  in  1906,  and 
after  serving  in  that  capacity  for  twenty-six  years  was 
appointed  Consulting  Laryngologist.  He  was  also  a  member 
of  the  Committee  of  Management  for  the  past  twelve  years. 


Dr.  Rawlinson  was  appointed  to  the  Staff  of  the  Radio¬ 
logical  Department  in  1920,  became  Assistant  Director  of  the 
Department  in  1930  and  Director  in  1934. 


Appointments 
to  Medical 
Staff 


The  vacancy  in  the  office  of  Director  of  the  Radiological 
Department  has  been  filled  temporarily  during  the  war  by 
the  appointment  of  Dr.  Leslie  G.  Blair,  M.R.C.S.,  L.R.C.P., 
D.M.R.E.,  and  Dr.  J.  W.  Clegg,  M.R.C.S.,  L.R.C.P. 
D.C.P.,  has  been  appointed  Temporary  Pathologist  to  fill 
a  vacancy  which  occurred  in  July. 


National 

Health 

Service 


The  Government’s  proposals  for  the  establishment  of 
a  National  Health  Service  have  now  been  submitted  to 
Parliament  and  approved  in  principle,  and  the  Committee 
have  expressed  their  desire  to  play  their  part  in  providing 
the  comprehensive  Hospital  service  envisaged. 

It  has  been  the  avowed  intention  of  successive  Ministers 
of  Health  to  bring  the  new  service  about  by  a  partnership 
between  Local  Authorities  and  the  Voluntary  Hospitals,  and 
reference  is  made  in  the  White  Paper  to  the  value  of  the 
services  of  the  Voluntary  Hospitals  and  to  the  necessity  for 
their  retention. 

The  administration  suggested  in  the  White  Paper, 
however,  does  not  constitute  that  partnership  which  the 
Voluntary  Hospitals  were  led  to  expect,  nor  are  the  financial 
proposals  considered  satisfactory. 

The  Minister  of  Health  has  stated  further  that  the 
Government  want  the  Voluntary  Hospitals  to  retain  their 
traditional  voluntary  status  by  still  giving  the  public 
a  service  which  rests  in  some  measure  on  voluntary  resources, 
and  the  Committee  feel  confident  that  with  the  Hospital’s 
great  record  of  achievement  behind  it  generous  support 
will  not  fail  it. 

Consultations  between  the  Minister  of  Health  and 
various  Bodies  representing  the  Voluntary  Hospitals  are, 
however,  taking  place,  from  which  it  is  hoped  that  a  satis¬ 
factory  solution  will  be  found  to  the  many  problems 
inevitable  in  a  scheme  of  such  magnitude. 


The  need  for  the  continuance  of  a  Special  Hospital  of 
this  nature  is  emphasized  in  the  Report  of  the  Inter-  Committee  on 
Departmental  Committee  on  Medical  Schools. 


Medical 

Schools 


The  Report  states  : — 

“  In  the  case  of  most  of  the  special  branches  of 
medicine  and  surgery  it  will  be  essential,  as  in  the  past, 
for  the  greater  part  of  a  trainee’s  period  of  service  to  be 
in  one  or  more  of  the  leading  Special  Hospitals  con¬ 
cerned  with  the  branch  of  medicine  for  which  he  is 
preparing.” 


The  value  of  the  work  of  this  Hospital  in  the  training  of 
the  Specialist  is  evidenced  by  the  large  number  of  medical 
men,  not  only  in  this  country  but  from  all  parts  of  the  world, 
who  come  to  the  Hospital  for  special  instruction  in  the 
treatment  of  chest  diseases. 


The  Committee  have  given  careful  consideration  to  Supervision 
Memoranda  issued  by  King  Edward’s  Hospital  Fund  on  the  HeMttfand 
Supervision  of  Nurses’  Health,  and  Hospital  Diet.  The  Hospital  Diet 
recommendations  in  these  Memoranda  covered  the  practice 
which  has  been  in  force  at  the  Hospital  for  many  years,  but 
certain  modifications  have  been  made  which  will  be  to  the 
advantage  of  the  patients  and  staff. 

A  scheme  of  co-operation  with  the  Royal  Cancer  Hospital  ^°^PRoyain 
in  the  treatment  of  malignant  diseases  of  the  chest  has  been  Cancer 
approved  by  the  Committee.  Hospital 

A  weekly  clinic  is  held  at  the  Hospital  to  which  cases  are 
referred  by  members  of  the  Medical  and  Surgical  Staff  of 
either  the  Brompton  or  the  Royal  Cancer  Hospital.  At  this 
clinic  a  physician  and  a  surgeon  of  this  Hospital  and  the 
Director  of  the  X-ray-therapy  Department  of  the  Royal 
Cancer  Hospital  co-operate  in  the  examination  of  patients 
and  in  deciding  the  course  of  treatment  to  be  followed  in  each 
case.  If  surgical  treatment  is  deemed  necessary  the  patient 
is  taken  into  Brompton  Hospital,  but  if  X-ray  therapeutic 
treatment  is  indicated  the  patient  is  admitted  to  the  Royal 
Cancer  Hospital.  Any  member  of  the  Honorary  Medical  or 
Surgical  Staff  of  either  Hospital  referring  a  patient  to  the 
clinic  may  take  part  in  the  consultation. 

Arrangements  have  also  been  made  with  the  Chelsea  Co-operation 
Hospital  for  Women  under  which  the  surgeons  from  that  Hospital  for1 
Hospital  operate  at  Brompton  Hospital  on  in-patients  Women 
requiring  certain  special  operations,  and  the  physicians  of 
this  Hospital  attend  when  required  at  .the  Chelsea  Hospital 
for  Women  for  consultations  on  in-patients  of  that  Hospital 
for  whom  a  Chest  Specialist’s  opinion  is  desired. 


VI 


Naming  of 
Bernhard  Baron 
Ward  and  Bed 


Donations 


Nursing  and 
other  Staff. 
Retirements,  &c. 


Subscriptions 
and  Donations 


\ 


The  Committee  are  pleased  to  report  that  they  have 
perpetuated  the  memory  of  the  late  Mr.  Bernhard  Baron, 
from  whom  generous  support  was  received  during  his  life¬ 
time  and  since  his  death  from  the  Trustees  of  the  Charitable 
Fund  which  bears  his  name,  by  naming  after  him  a  ward  in 
the  Hospital  and  a  bed  at  the  Sanatorium. 

The  grateful  thanks  of  the  Committee  are  extended  to  the 
South  African  Voluntary  Service  for  a  donation  of  £1,050 
to  the  Endowment  Fund  (£525  for  the  endowment  of  a 
“  Transvaal,  South  Africa,  Schoolchildren’s  ”  cot,  and  £525 
for  investment  and  the  income  used  towards  the  cost  of 
sending  to  the  country  debilitated  children  of  parents 
suffering  from  tuberculosis)  and  for  a  special  Christmas 
donation  of  £200  ;  and  to  Mrs.  Gertrude  Ravenscroft  for 
a  further  generous  gift  of  £400,  in  appreciation  of  whose 
continued  support  they  have  been  pleased  to  name  a  bed  in 
the  Hospital  in  memory  of  her  son. 

The  Committee  have  received  with  regret  the  resignations 
of  Miss  B.  F.  Blyth,  Assistant  Matron,  after  twenty-five 
years  in  the  service  of  the  Hospital  ;  Miss  J.  Ledbury,  the 
Senior  Home  Sister,  after  thirty  years’  service  ;  and  of 
Miss  J.  Whyte,  Sister  of  York  Gallery,  after  sixteen  years’ 
service.  Pensions  have  been  granted  in  each  case  in 
recognition  of  their  services. 

The  resignation  of  Miss  M.  Robertson,  Food  Supervisor, 
was  also  received  with  regret  in  July. 

The  Engineer,  T.  H.  Bell,  has  retired  after  over  thirty-six 
years’  service  to  the  Hospital,  and  the  Committee  have  also 
granted  him  a  pension. 

The  death  is  recorded  with  regret  of  Miss  A.  L.  Pizzie, 
a  former  Assistant  Matron  and  Housekeeper,  who  retired  in 
1925  after  serving  the  Hospital  devotedly  for  over  forty  years. 
Miss  Pizzie  bequeathed  to  the  Hospital  investments  valued 
at  £800. 

The  thanks  of  the  Committee  are  again  accorded  to  the 
Governors  and  Subscribers  for  their  support  during  the 
past  year. 

The  principal  contributions  received  were  : — 

£  s.  d. 

King  Edward’s  Hospital  Fund  .  .  .  .  2,250  o  o 

South  African  Voluntary  Service  .  .  1,250  o  o 

Metropolitan  Hospital-Sunday  Fund  .  .  1,110  o  o 

Bernhard  Baron  Charitable  Trust  .  .  500  o  o 

Associated  British  Cinemas,  Ltd.  .  .  436  o  o 
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Mrs.  Gertrude  Ravenscroft  (in  memory 

£ 

s. 

d. 

of  her  son)  . 

400 

0 

0 

Hospitals’  Flag  Days 

345 

13 

6 

Alexandra  Day 

250 

0 

0 

Smith’s  (Kensington  Estate)  Charity  .  . 

250 

0 

0 

Gaumont  British  Picture  Corp.,  Ltd.  .  . 

i43 

14 

5 

Prudential  Assurance  Co.,  Ltd..  . 

1 10 

0 

0 

The  Sir  Albert  Levy  Benevolent  Fund  .  . 

100 

0 

0 

Miss  Alison  Birch 

100 

0 

0 

“  H.  M.” . 

100 

0 

0 

Warner  Theatre,  Ltd. 

92 

19 

6 

Great  Western  Railway  Company 

75 

0 

0 

C.  Hooton,  Esq. 

75 

0 

0 

Alan  G.  L.  Wilson,  Esq. 

60 

0 

0 

John  Lewis  Partnership,  Ltd. 

52 

10 

0 

J.  Lyons  &  Co.,  Ltd. 

Colonel  The  Hon.  G.  K.  M.  Mason, 

52 

10 

0 

D.S.O.  . . 

52 

10 

0 

Mrs.  B.  Aitken 

50 

0 

0 

Delmar  Charitable  Trust 

50 

0 

0 

F.  W.  Lanham,  Esq. 

50 

0 

0 

Mrs.  L.  E.  Ridley 

Tradesmen’s  Benevolent  Society 

50 

0 

0 

50 

0 

0 

During  the  year  the  following  legacies  were  announced  : — 


£ 

Miss  Helen  Alexandra  Chambers  (Duty  free)  1,050 
William  Cooper  Harrold,  Esq.  (Duty  free)  .  .  700 

Thomas  William  Jacobs,  Esq.  (Duty  free)  .  .  500 

Henry  Arthur  Thomas,  Esq.  (Duty  free)  .  .  250 

Henry  Grinsted  Windeyer,  Esq.  (Duty  free)  100 
Mrs.  Eva  Rose  Boov  (Duty  free)  .  .  .  .  10 

William  Thomas  F,ead,  Esq.  (Duty  free)  .  .  10 


Miss  Amelia  Sarah  Johnson  .  .  .  .  .  .  Residue 

Miss  Maria  D.  A.  S.  Lopez  .  .  Share  of  Residue 


Miss  Sarah  Susanna  Griffin  .  . 
William  James  Hayward,  Esq. 
Charles  Stanley  Rayner,  Esq..  . 


Share  of  Residue 
(Reversionary) 


Miss  Annie 
Pizzie 


I  •  f£5°°  Canadian  Pacific  Railway 

ouisa^j  ^0/  £ons  Deb.  Stock. 

"  %  Consolidated  Stock 
Her  diamonds 


l£35°  2i°/ 
Miss  Adela  Georgiana  English 


In  view  of  the  necessity  for  continued  economy  in  the  use 
of  paper,  the  Annual  Report  is  again  issued  in  an  abridged 
form.  The  list  of  Governors  and  Subscribers  is  omitted, 
but  is  available  for  inspection  on  application  to  the  Secretary. 


Legacies 


Abridged 
Annual  Report 


vill 


In  conclusion,  the  Committee  desire  once  again  to 
express  their  sincere  thanks  to  “  Bundles  for  Britain,  Inc.,” 
the  Dudley  House  Depot  for  gifts  from  America  to  Great 
Britain  and  the  Joint  War  Organisation  of  the  British  Red 
Cross  Society  and  Order  of  St.  John,  for  gifts  of  Hospital 
equipment,  clothing,  etc.  ;  to  the  Voluntary  Librarians  of 
the  British  Red  Cross  Society  and  Order  of  St.  John 
Hospital  Library  ;  and  to  the  professional,  administrative 
and  domestic  staff,  both  at  the  Hospital  and  at  the  Sana¬ 
torium,  for  their  valuable  and  devoted  work  during  the 
past  year. 

DUDLEY, 

Chairman. 


IX 


Crompton  gfuspttul  Sanatorium. 


REPORT  FOR  THE  YEAR  1944. 


MALE  PATIENTS. 


Admitted.  Discharged. 


I.S.Q.  or 

On  Walk¬ 

On  Light 

On  Full 

On  Exercise.  Died. 

Worse. 

ing 

Exercise. 

Grade. 

Grade. 

i5  — 

— 

3 

2 

10 

Not  on  Exercise. 

127  5 

12 

25 

19 

66 

FEMALE  PATIENTS. 

Admitted.  Discharged. 

I.S.Q.  or 

On  Walk¬ 

On  Light 

On  Full 

On  Exercise.  Died. 

Worse. 

ing 

Exercise. 

Grade. 

Grade. 

6 

— 

2 

1 

3 

Not  on  Exercise. 

161  4 

12 

18 

14 

113 

Note  : — 

On  Exercise  : — Those  well  enough  to  be  up  for  six  hours  and  able 
to  take  a  minimum  of  half-a-mile  walking  exercise  daily. 


Not  on  Exercise  : — Those  below  this  standard. 

Further  figures  dealing  with  the  routine  work  : — 

The  average  daily  number  of  beds  occupied  .  .  .  .  145-8 

The  average  length  of  stay  .  .  .  .  .  .  152*9  days. 

The  number  of  cases  in  which  artificial  pneumothorax 

was  performed  during  the  year  .  .  .  .  .  .  147 

The  number  of  “  refills  ”  in  the  above  cases  .  .  .  .  2,563 

The  number  of  sputum  examinations  made  during  the 

year  .  .  .  .  .  .  . .  .  .  . .  .  .  1.259 

The  number  of  urine  examinations  made  during  the 

year  .  .  .  .  .  .  .  .  .  .  .  .  .  .  2,894 

The  number  of  X-ray  photographs  taken  ,  .  .  .  2,575 


Imission  : — 

On  Exercise. 

Not  on  Exercise. 

Total. 

1936 

179 

166 

345 

1937 

74 

300 

374 

1938 

81 

303 

384 

1940 

30 

291 

321 

1941 

32 

263 

295 

1942 

39 

303 

342 

1943 

36 

329 

365 

1944 

21 

288 

309 

The  high  proportion  of  patients  admitted  not  on  exercise  is  main¬ 
tained,  making  great  demands  on  the  nursing  and  domestic  staff, 
who  are  accepting  the  increased  work  with  the  cheerfulness  and 
efficiency  which  has  characterised  their  work  in  former  years. 

Of  the  309  patients  admitted,  33,  or  10-7  per  cent,  failed  to 
respond  to  treatment  and  either  died  or  became  worse.  This  figure 
is  an  improvement  on  that  for  1943.  These  33  cases  were  all 
admitted  in  the  “  not  on  exercise  ”  class. 

Of  the  276  who  responded  to  treatment,  192,  or  69*5  per  cent., 
reached  the  full  grade  of  exercise. 

Percentage  of  Patients  responding  to  treatment  who  reached 
Full  Grade  of  Exercise  : — 


1930  . . 

•  •  59'2% 

1931  . . 

53/o 

1932  . . 

•  •  59*2% 

1933  • • 

•  •  64*7% 

1934  •  • 

..  66-5% 

1935  . • 

••  67-3% 

1936  . . 

••  65-7% 

1937  • • 

6o*8% 

1938  .  . 

.  .  68-2% 

1940  . . 

•  •  72*4% 

1941  . . 

•  •  74 '7% 

1942  . . 

..  75% 

1943  • • 

•  •  78-3% 

1944  . . 

•  •  69-5% 

The  male  and  female  domestic  staff  are  still  below  strength,  but 
have,  as  in  former  years,  worked  loyally  and  hard,  so  that  all  our  beds 
have  been  continuously  filled  and  the  interests  of  the  patients  have 
not  suffered  in  any  way. 

We  have  been  very  grateful  to  Mr.  Parkins  for  supplying  and 
projecting  films  during  the  winter,  as  in  former  years.  These  have 
been  all  the  more  welcome  as  they  have  been  practically  the  only 
form  of  entertainment  from  outside  sources  available  to  the  patients. 
They  have  been  encouraged  to  supply  their  own  entertainment  as 
far  as  possible,  and  several  enjoyable  programmes  have  been  put  on. 

The  Staff  War  Savings  Group  is  maintaining  its  activity,  and  the 
sum  of  £5,724  has  been  contributed  during  the  five  years  of  its 
existence.  ^ 

The  Lady  Almoner’s  visits  have  been  continued,  and  have  proved 
as  valuable  as  ever. 


M.  MYERS, 

Deputy  Medical  Superintendent. 


XI 


The  Annual  Court  of  Governors  was  held  in  the  Board  Room 
of  the  Hospital  on  Thursday,  the  22nd  March,  1945. 


The  Rt.  Hon.  The  Earl  of  Dudley,  M.C.,  D.L.,  J.P., 

In  the  Chair. 


It  was  moved  by  The  Rt.  Hon.  The  Eabl  of  Dudley. 

Seconded  by  Widdkington  Stafford,  Esq.,  and 

Resolved — That  the  Report  of  the  Committee  of  Management,  together  with  the  Accounts 
and  Balance  Sheet  for  the  year  1944  be  and  is  hereby  adopted. 


It  was  moved  by  The  Rt.  Hon.  The  Earl  of  Dudley. 

Seconded  by  Colonel  The  Hon.  G.  K.  M.  Mason,  and 

Resolved — That  the  following  17  Governors  be  elected  the  Committee  of  Management  for 
the  ensuing  year  : — 


E.  C.  Austen-Leigh,  Esq. 

J.  Harold  Cooke,  Esq. 

Maurice  Davidson,  Esq.,  M.D.,  F.R.C.P. 

The  Right  Hon.  Lord  Doverdale. 

The  Right  Hon.  The  Earl  of  Dudley,  M.C.,  j 
D.L.,  J.P. 

A.  Tudor  Edwards,  Esq.,  M.D.,  M.Ch., 
F.R.C.S. 

Sir  John  L.  Gilmour,  Bart. 

A.  Hope  Gosse,  Esq.,  M.D.,  F.R.C.P. 


Sir  Percival  H-S.  Hartley,  C.V.O.,  M.D.. 
F.R.C.P. 

Gerard  Koch  de  Gooreynd,  Esq. 

W.  Ernest  Lloyd,  Esq.,M.D.,  F.R.C.P. 
Colonel  The  Hon.  G.  K  M.  Mason,  D.S.O. 
The  Hon.  Mrs.  Edwin  Montague. 

A.  Saxon  Snell,  Esq. 

WlDDRINGTON  STAFFORD,  Esq. 

Frederick  Wood,  Esq. 

F.  H.  Young,  Esq.,  O.B.E.,  M.D.,  F.R.C.P. 


It  was  moved  by  Colonel  The  Hon.  G.  K.  M.  Mason. 

Seconded  by  J.  Harold  Cooke,  Esq.,  and 

Resolved — That  His  Grace  The  Lord  Archbishop  of  Westminster  be  and  is  hereby 
elected  a  Vice-President  of  the  Hospital. 

It  wras  moved  by  J.  Harold  Cooke,  Esq., 

Seconded  by  Widdrington  Stafford,  Esq.,  and 

Resolved — That  Miss  Ruth  Montgomery  be  and  is  hereby  elected  an  Honorary  Life 
Governor  of  the  Hospital. 


It  was  moved  by  The  Right  Hon.  Lord  Doverdale, 

Seconded  by  Colonel  The  Hon.  G.  K.  M.  Mason,  and 

Resolved — That  Messrs.  Price,  Waterhouse  &  Co.  be  and  are  hereby  appointed  Auditors 
to  the  Hospital  for  the  ensuing  twelve  months. 

v 

It  was  moved  by  The  Rt.  Hon.  The  Earl  of  Dudley, 

Seconded  by  Widdrington  Stafford,  Esq.,  and 

Resolved — That  the  best  thanks  of  the  Governors  are  due  and  are  hereby  presented  to 
the  Medical  and  Surgical  Staff  for  their  valuable  services  during  the  past  year. 

It  was  moved  by  Widdrington  Stafford,  Esq., 

Seconded  by  J.  Harold  Cooke,  Esq.,  and 

Resolved — That  the  thanks  of  this  Meeting  are  due  to  the  Chairman,  the  Right  Hon.  The 
Earl  of  Dudley,  for  his  kind  and  judicious  conduct  in  the  Chair  this  day. 


F.  G.  ROUVRAY,  Secretary. 
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HOSPITAL  FOR  CONSUMPTIO] 

BALANCE  SHEE 


1. 


2. 


3. 


(A) 


LIABILITIES. 

Sundry  Creditors  : — 

General  Fund — 

Tradesmen’s  unpaid  accounts  . 

Subscriptions  received  in  advance . 

Salaries  and  Wages  accrued  due  . 

Fees  due  to  Medical  Staff  . 

Paying  Patients — Payments  in  advance . 

Federated  Superannuation  Scheme.  Contributions 
in  hand 

Employees’  Income  Tax  in  hand . 

Bents,  etc.,  received  in  advance  . 

War  Damage  Contribution . 

Frimley  Timber  Account  . 

Loans  to  Hospital  : — 

General  Fund — 

Bank  overdraft,  secured  . 

Loan  from  Hospital  Endowments . 

Loan  from  Buildings  and  Equipment  Fund 
Capital  accounts  : — 

(as  detailed  on  page  xiv) 

Hospital  Endowments — 

Balance  as  per  last  Account...  . 

Add — Donations  received  during  the  year  : — 

South  African  Voluntary  Service,  for 
Transvaal  Schoolchildren’s  Cot 

“  Montgomery  Bed  ”  . 

Legacy  received  during  the  year  : — 

Miss  Helen  A.  Chambers . 

Profit  on  realisation  of  investments. . . 
Special  Funds — 

Balance  as  per  last  Account . 

Add — Donation  received  during  the  year  : — 

South  African  Voluntary  Service 

valescent  Fund  for  Children  . 

Profit  on  realisation  of  investments  :• — 

George  Scorer’s  Charity . 

Bose  Charity  Fund  . 

Lady  Goldsmid  Fund  . 

Buildings  and  Equipment  Fupd — 

Balance  as  per  last  Account...  . 

Add — Amounts  received  during  the  year  : — 

Donations . 4. 

Donations  (Structural  Improvements  and 

Additions — Sanatorium)  . 

(D)  General  Fund — 

Balance  as  per  last  Account . 

Less — Depreciation  of  Leasehold 

Property . 

Excess  of  Expenditure  over 
Income  for  the  year 


s  *  d. 


(B) 


Con¬ 


ic) 


77  3  7 


8,742  12  8 


Beserve  for  Benewals  and  Bepairs — 
Balance  as  per  last  Account 
Add — Beserve  for  1944  . 


Less — Expenditure  in  1944 


Unexpended  Income  Balance  of  Special  Funds  : — 

Dresden  Assistance  Fund  . 

Bose  Charity  Fund  ...  . 

Boyal  National  Pension  Fund  for  Nurses — Hospital 

Trust  Fund .  ...  ...  . 

Besearch  Fund 

Lady  Almoner’s  Fund  . 


£  s.  d. 


75,749 

0 

0 

525 

12 

1 

214 

10 

0 

1,050 

0 

0 

931 

13 

4 

59,354 

3 

8 

524 

7 

11 

23 

6 

8 

82 

10 

3 

41 

7 

2 

262,647 

18 

4 

700 

0 

0 

100 

0 

0 

113,427 

5 

9' 

8,819 

16 

3 

13,258 

12 

5 

7,348 

9 

3 

20,607 

1 

8 

3,242 

15 

8 

£  8. 


7,363  13  9 
90  6  0 
626  611 
1,024  3  6 
446  2  0 


1,119  4 
666  8 
949  13 
967  8 
452  3 


6 

6 

9 

0 

4 


13,705  10 


4,467  19  2 
214  10  0 
1,050  0  0 


5,732  9 


78,470  15  5 


60,025  15  8 


263,447  18  4 


104,607  9  6 


17,364  6  0 


2,331  16  1 

41  12  10 


523,916  4 


11  12  1 
357  10  11 
148  18  7 


2,891  10 


£546,245  14 


We  certify  that  the  Balance  Sheet  and  Income  and  Expenditure  Accounts  of  the  Hospital  for  194 
as  published  in  the  Annual  Beport  for  that  year,  were  subsequently  audited  by  us  and  found 
be  correct. 

7th  March,  1945. 


PBICE,  WATEBHOUSE  &  CO. 


Xlll 


AND  DISEASES  OF  THE  CHEST. 

AS  AT  31ST  DECEMBER,  1944. 


ASSETS. 

1.  Cash  at  Bank  and  in  Hand  : —  £  s.  d.  £  s.  d.  £  s.  d. 

On  account  of — 

(A)  Endowments  .  — 

(B)  Special  Funds  .  2,318  511 

(C)  Buildings  and  Equipment  Fund  .  — 

(D)  General  Fund  .  574  4  0 

-  2,892  9  11 


2.  Stocks  of  Unissued  Stores  on  Hand  ... 


5,149  18  3 


3.  Sundry  Debtors  : — 

General  Fund — 

Rents  Outstanding  . 

Insurances  Unexpired 
Paying  Patients 
Income  Tax  Recoverable 
War  Damage  Repairs 
Other  Accounts  Receivable  ... 


602  9  0 
261  4  0 

9,384  1  0 

2,580  9  2 
2,057  17  7 
240  14  1 


Special  Funds — 

Income  Tax  Recoverable 


15,126  14  10 
573  4  7 

-  15,699  19  5 


4.  Internal  Loans  : — 

Hospital  Endowments — 

Loan  to  General  Fund  •  ••  •••  •••  •••  214  10  0 

Buildings  and  Equipment  Fund — 

Loan  to  General  Fund  .  1,050  0  0 

-  1,264  10  0 


5.  Investments  : — 

(as  detailed  on  page  xv) 

(A)  Hospital  Endowments .  78,256  5  5 

(B)  Special  Funds  .  60,025  15  8 

(C)  Buildings  and  Equipment  Fund  .  — 

(d)  General  Fund  ...  ...  ...  ...  ...  65,091  4  7 

-  203,373  5  8 


6.  Land,  Buildings  and  Equipment  of  the  Hospital  : — 
Expenditure  as  per  last  Account  . 


317,865  11  7 


Note. — The  cost  of  the  Buildings,  Furniture  and 
Appliances  at  Brompton  acquired  prior  to 
1st  January,  1907,  is  not  included  in  the 
Balance  Sheet. 


£546,245  14  10 


Owing  to  war  conditions,  the  above  Balance  Sheet  and  the  following  Income  and  Expenditure 
:>  Accounts  have  not  been  audited.  Audited  accounts  will  be  available  in  due  course  for  inspection  at  the 

!  Hospital. 

F.  G.  ROUVRAt, 

7th  March,  1945.  Secretary. 


j 


XIV 

SCHEDULE  OF  CAPITAL  ACCOUNTS 

(As  at  31st  December,  1944). 


U)  Hospital  Endowments  : — 

Joseph  Adams  Fund 
Anonymous 
W.  C.  Barrett  Fund 
Beynon  Ward  ... 

Louisa  Bird  Fund 
Sarah  Campbell  Bed 

Hamilton  Young  and  Cora  M.  Castner  Beds 

Jessie  and  Helen  Chambers  Fund  . 

Chapel  Endowment  and  Sustentation  Fund 

Alexina  Cooper  Bed  ...  . 

Robert  Odo  Cross  Beds 
John  Dickson  Bed 

Lord  Egerton  of  Tatton  Fund  . 

Edgar  Figgis  Fund  . 

Flemming  Fund  . 

George  F.  Frooms  Bed  ...  . 

Lizzie  Frooms  Bed  ...  ...  . 

Hannah  Finnie  Ward  ... 

Arnold  and  Jane  Gabriel  Bed 
Thomas  Henry  and  Raymond  Reynolds  Greeves  Cot 
James  Groves  Fund  ... 

Hardie  Fund  ... 

Robert  Hardie  Fund  ...  . 

H.M.N.  Fund . 

Harrington  Memorial  Trust  Fund  ... 

Wolf  Harris  Fund  ...  . 

Ellen  W.  Harrison  Fund  ...  . 

Jane  Rosa  Haywood  Bed  . 

Emma  Walls  Hilditch  Bed  ...  . 

Reginald  Hirst  Bed  . 

William  Hollins  Fund... 

Hornshaw  Fund  . 

Charlotte  Hue  Bed 

W.  F.  Humphreys  and  R.  P.  &  J.  J.  Cope  Fund 

William  Kirtley  Fund .  . 

Bernard  Koppell  Fund  ...  . 

Edward  Lambert  Fund  . 

Lecky  Fund  ...  ...  . 

“  Ma'bs  ”  Cot . 

Sir  Harry  and  Lady  McGowan  Bed  ... 

McKay  Fund  ... 

Members’  Fund  . 

William  R.  Mitchell  Bed 

Montgomery  Bed  . 

Pain  Davis  Fund  . 

Henry  Walwyn  Pidcock  Fund 
Prudential  Assurance  Company  Ward 

Lady  Ralli  Fund  . 

Ada  Elizabeth  Reichmann  Fund  . 

Fenwick  Richards  Fund  ...  . 

Chailotte  Sophia  Rodwell  Fund  . 

Lady  Alice  Buffer  Fund  . 

Henrietta  Houlton  Scruby  Bed 
Rose  Jane  Semark  Fund 

William  Shepherd  Beds  . 

Shore  Fund  .  . 

David  Simms  Fund  . 

James  Henry  Stephens  Fund... 

Transvaal  Schoolchildren’s  Cot  . 

Charlotte  Tucker  Fund 
Elizabeth  and  Sarah  Waddilove  Beds 

Florence  Webber  Ward  ...  . 

John  Foster  Wilson  Fund 
Less — 

Net  loss  on  Realisation  and  Conversion  of  Securities 


(b)  Special  Funds 

George  Scorer  Charity  Trust  Fund . 

Rose  Charity  Fund 

Lady  Goldsmid  Boarding-Out  Fund . 

Phyllis  Bennett  Fund .  ...  . 

South  African  Voluntary  Service  Convalescent  Fund  for  Children 
Research  Fund... 

Research  Fund — Income  Account . 

Dresden  Assistance  Fund 

Dresden  Assistance  Fund — Income  Account 


£ 

8. 

d. 

900 

0 

0 

5,810 

0 

0 

1,000 

0 

0 

.  10,000 

0 

0 

125 

0 

0 

900 

0 

0 

2,050 

0 

0 

1,050 

0 

0 

2,172 

19 

7 

2,000 

0 

0 

2,100 

0 

0 

1,500 

0 

0 

5,000 

0 

0 

400 

0 

0 

3,000 

0 

0 

1,000 

0 

0 

1,000 

0 

0 

1,000 

0 

0 

513 

15 

0 

525 

0 

0 

500 

0 

0 

1,000 

0 

0 

2,000 

0 

0 

150 

0 

0 

1,000 

0 

0 

376 

17 

6 

200 

0 

0 

1,000 

0 

0 

1,000 

0 

0 

1,000 

0 

0 

925 

0 

0 

950 

0 

0 

1,000 

0 

0 

350 

0 

0 

.  2,144 

16 

1 

250 

0 

0 

693 

7 

9 

1,797 

5 

8 

1,027 

10 

0 

1,050 

0 

0 

525 

0 

0 

558 

14 

4 

1,000 

0 

0 

1,637 

17 

0 

3,240 

0 

0 

259 

1 

6 

1.050 

0 

0 

500 

0 

0 

450 

0 

0 

1,000 

0 

0 

100 

0 

0 

150 

0 

0 

1.050 

0 

0 

2,518 

5 

8 

2,000 

0 

0 

500 

0 

0 

20 

0 

0 

750 

0 

0 

525 

12 

1 

900 

0 

0 

2,636 

15 

2 

2,555 

3 

1 

1,050 

0 

0 

85,438 

0 

5 

6,967 

5 

0 

£78,470 

15 

5 

707 

9 

6 

2,496 

19 

2 

921 

6 

1 

1,000 

0 

0 

524 

7 

11 

7,870 

8 

0 

892 

18 

8 

.  39,705 

7 

10 

5,906 

18 

6 

£60,025  15  8 
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SCHEDULE  OF  INVESTMENTS. 

(As  at  31st  December,  1944). 


(a)  Hospital  Endowments  : — 

£2,935  0  2  New  Zealand  3£%  Stock,  1960-64 . 

£16,984  12  6  2i%  Consolidated  Stock . 

£5,721  7  5  3i%  War  Loan  . 

£224  East  Indian  Railway  Annuity,  Class  “  B  ” 

£1 1,085  London  and  N.  Eastern  Railway  3%  Debenture  Stock... 

£1,259  10  6  Bank  of  England  Stock  . 

£23,143  16  4  3i%  Conversion  Stock . 

£4,800  17  2  Australia  3%%  Stock,  1961-66  . 

£4,235  18  7  Australia  5%  Stock,  1945-75  . 

1 15  Telegraph  Construction  and  Maintenance  Co.  Shares 

£811  1  3  Swindon  Corporation  4J%  Stock,  1949-59  . 

£2,000  Nottingham  Corporation  3%  Irredeemable  Stock 
£5,260  18  3  Metropolitan  Water  Board  3%  “B”  Stock, 
1934-2003 

£3,497  10  5  2\%  National  War  Bonds,  1951-53  . 

£3,572  9  1  2i%  National  War  Bonds,  1952-54,  Series  A... 

£1,050  0  0  3%  Savings  Bonds,  1965-75  . 

(Value  at  Middle  Market  Prices,  31st  December,  1944,  £92,223) 
(The  Hospital  also  receives  an  annuity  of  £300  under  the  Will 
of  the  late  Miss  A.  M.  Bird.  The  funds  are  held  by 
independent  Trustees.) 


l.  £ 

8. 

d 

2,935 

0 

2 

12,194 

7 

8 

5,824 

18 

7 

4.995 

8 

6 

7,507 

3 

6 

3,094 

5 

3 

16,932 

12 

0 

4,792 

8 

3 

4,100 

0 

0 

208 

6 

8 

810 

13 

2 

1,600 

0 

0 

5,138 

12 

7 

3,500 

0 

0 

3,572 

9 

I 

1,050 

0 

0 

£78,256 

5 

5 

(B) 


Special  Funds  : — 

George  Scorer’s  Charity,  £707  9  6  New  Zealand  3|%  Stock, 
1960-64  . 


Rose  Charity  Fund,  £2,496  19  2  New  Zealand  3|%  Stock, 

1960-64  . 

Lady  Goldsmid  Fund,  £921  6  1  New  Zealand  3£%  Stock, 
1960-64  . 


Phyllis  Bennett  Fund,  £1 ,049  15  3  New  Zealand  4\%  Stock,  1945 
South  African  Voluntary  Service  Convalescent  Fund  for 
Children — 

£443  Great  Western  Railway  5%  Consolidated  Preference 

Stock  . 

Research  Fund — 

£3,614  1  3  New  Zealand  4£%  Stock,  1945 . 

£4: 276  2  0  3%%  Conversion  Stock  . 

£921  12  10  Metropolitan  Water  Board  3%  “B”  Stock, 

1934-2003  (Income  a/c)  . 

Dresden  Assistance  Fund — 

£5,000  London  &  North  Eastern  Railway  3%  Debenture  Stock 
£6,875  London,  Mid.  &  Scottish  Railway  4%  Debenture  Stock 
£3,750  Southern  Railway  4%  Consolidated  Debenture  Stock 
£6,750  Great  Western  Railway  4%  Debenture  Stock 
£81  East  Indian  Railway  Annuity,  Class  “  B  ” 

£1,000  Bank  of  England  Stock  ... 

£2.048  9  0  Australia  3J%  Stock,  1956-61  . 

£901  18  6  3\%  War  Loan  . 

£5,590  4  0  3|%  Conversion  Stock  ... 

£1,625  18  10  Metropolitan  Water  Board  3%  “B”  Stock, 

1934-2003  . 

£4,292  14  11  2\%  Consolidated  Stock  (Income  a/c) 

£1,000  New  Zealand  5%  Inscribed  Stock,  1946  (Income  a/c)... 
£1,000  Australia  5%  Stock,  1945-75  (Income  a/c)  ... 

£1,000  National  Defence  Stock,  3%  1954-58  (Income  a/c)  ... 
(Value  at  Middle  Market  Prices,  31st  December,  1944, 
£61,557) 


707  9  6 

2,496  1.9  2 

921  6  1 

1 ,000  0  0 


524  711 

3,455  6  6 
4,415  1  6 

892  1 8  8 


4,748  4  3 
8,797  3  6 
4,761  18  6 
8,688  2  3 
1,964  5  0 
2,645  0  0 
2,000  0  0 
857  7  4 
3,647  13  9 

1,595  13  3 
2,905  19  0 
998  4  6 
988  17  0 
1,013  18  0 

-  45,612  6  4 


£60,025  15  8 


(o)  Buildings  and  Equipment  Fund  . 

(d)  General  Fund  : — 

(a)  Investments — 

£8,000  Western  Australia  4%  Inscribed  Stock,  1942-62 
£1,563  15  0  New  Zealand  4£%  Stock,  1948-58... 

£5,000  Australia  4%  Loan,  1943-48 

10  Wheeler’s  Wycombe  Brewery,  Ltd.,  5%  Preference  Shares... 

£1,138  4  7  New  Zealand  5%  Stock,  1956-71  . 

£1,000  National  Defence  Stock  3%  1954-58  . 

£4,300  8  6  Australia  3}%  Stock,  1946-49  . 

£300  Mexican  Railway  Co.,  Ltd.,  Ordinary  Stock 

(Value  at  Middle  Market  Prices,  31st  December,  1944,  £21,684) 

(b)  Land  and  Buildings — 

Chelsea  Properties  ...  . 

Brompton  , ,  .  . 

(The  Hospital  also  receives  a  1  /38th  share  of  the  balance  of  the 
annual  income  of  residue  of  estate  of  the  late  Thomas  Philip 
Rider,  Esq.  The  funds  are  held  by  independent  Trustees.) 


7,816  18  5 
1,222  10  0 
4,769  1  0 

50  0  0 
1,331  14  6 
993  17  0 
4,279  4  5 
3  9 

-  20,463  9  1 

22,799  12  2 
21,828  3  4 

-  44,627  15  6 


£65,091  4  7 


xvi 

HOSPITAL  FOR  CONSUMPTIO 

INCOME  AND  EXPENDITURE  ACCOUI 

(SEE  ALSO  LEGACI] 


INCOME. 


Ordinary. 

I.  Voluntary  Gifts  : — 


Sanatorium. 


Hospital. 


£  £  £  £ 


£ 


1.  Subscriptions,  Donations,  etc.  : — 
Annual  Subscriptions... 

Donations  . 

Box  Collections  ...  ...  '  ... 

Entertainments 

Gifts  in  kind . 

Other  Voluntary  Gifts  . 


56 

4,399 

15 

5,020 

— - 

35 

571 

35 

642 


9,489 


£ 


2.  Central  Funds  : — 

King  Edward’s  Hospital 
Hospital  Sunday  Fund 

Other  Central  Funds  ... 

-  642 

< 


Fund  f  work  the  Sanatorium  is  'J 
u  •<  taken  into  account  in  the 
*'*  grants  to  the  Hospital  J 


2,250 

1,110 

-  3,360 


12,8' 


II.  Receipts  on  Account  op  Services 
Rendered : — 

1.  Contributions  on  Account  of 
Services  to  Patients  :~~ 


(a)  From  Patients  and  their 

Societies : — 

Patients  .  4,250  16,325 

Contributory  Schemes — 

Hospital  Saturday  Fund  ...  —  551 

Hospital  Saving  Association  ...  —  3,734 

Sundry  Provincial  and  other 

Schemes  .  138  1,511 

Approved  Societies  .  —  — 

Other  Sources  ...  .  —  — 


4,388  22,121 

(b)  From  Public  Authorities  : — 

Government  Emergency  Hospital 
Scheme— Contributions  towards 

cost  of  Casualty  Service  ...  —  14,016 

Government  Grant  towards  in¬ 
creases  in  nursing  salaries  ...  139  1,070 

County  and  Borough  Councils  ...  17,533  32,389 

Other  Public  Authorities .  1,457  1,932 

-  23,517  -  71,528 


2.  Fees  : — 

Nurses’  and  Probationers’  Fees  ...  —  — 

Other  Fees .  —  49 

- —  -  49 

3.  Other  Receipts.  —  23,517  _  71,5 


Carried,  forward 


24,159 


84,4 


XVII 


AND  DISEASES  OF  THE  CHEST. 

for  the  Year  to  the  31st  DECEMBER,  1944. 
ACCOUNT,  page  xx.) 


EXPENDITURE. 

Sanatorium. 

Hospital. 

£ 

£ 

£ 

Ordinary. 

I.  Provisions..;  . 

8,299 

14,363 

II.  Surgery  and  Dispensary  : — 

1.  Drugs,  Chemicals,  Disinfectants,  etc. 

2.  Dressings,  Bandages,  etc. 

3.  Instruments  and  Appliances 

4.  Wines  and  Spirits  . 

5.  Salaries  and  Wages  of  Dispensing 

Staff... 

6.  Sundries  ...  ...  . 

313 

57 

562 

51 

112 

23 

1,118 

1,782 

783 

6,119 

7 

1,316 

504 

10,511 

III.  Domestic  : — 

1.  Renewal  and  Repair  of  Furniture, 

Bedding,  Crockery,  etc.  ... 

2.  Laundry  . 

3.  Cleaning  and  Chandlery  . 

4.  Water . 

5.  Fuel  and  Lighting  . 

6.  Uniforms  . 

7.  Sundries 

320 

1,544 

124 

389 

2,675 

76 

114 

5,242 

957 

2,929 

307 

315 

5,884 

338 

143 

10,873 

IV.  Salaries  and  Wages  (Maintenance)  : — 

1.  Medical  . 

2.  Nursing  . 

3.  Other  Officers  and  Employees 

4.  Pensions  . 

2,520 

3,196 

5,463 

530 

11,709 

6,003 

17,948 

19,238 

2,446 

45,635 

V.  Miscellaneous: — 

1.  Printing,  Stationery,  Postages,  Tele¬ 

phones,  etc....  ...  ...  ... 

2.  Advertisements 

3.  Insurance  of  Buildings,  Equipment, 

Stores,  etc. — 

General  ... 

War  Damage 

4.  Garden 

5.  Sundries 

217 

26 

103 

39 

525 

236 

1,146 

1,406 

313 

310 

156 

69 

42 

2,296 

Carried  forward 

27,514 

83,678 

xviii 


HOSPITAL  FOR  CONSUMPTIO] 

INCOME  AND  EXPENDITURE  ACCOUN 


INCOME. 

Sanatorium. 

£  £ 

Brought  forward  24,159 

III.  Invested  Property  : — 

Interest,  Dividends,  etc .  — 

Rents  ...  •••  •••  •  •  • 


Hospital. 

£  £ 
84,4: 


4,288 

1,275 

-  5,5( 


Ordinary  Income  . 

♦ 


Extraordinary. 


1.  Transfer  from  Legacies  account 
(see  p.  xx) 


24,159 


89, 9? 


5,461 


II.  Contributions  from  Other 
Institutions  : — 

Transfer  from  1.  and  E.  Account, 

Hospital  .  7.361 


Extraordinary  Income 
Total  Income  . 

Balance,  carried  to  Balance  Sheet 


7,361 

5,41 

31,520 

95,4! 

8,71 

£31,520 


£104,1. 


XIX 


lND  diseases  of  the  chest. 

)R  THE  Year  to  the  31st  DECEMBER,  1944 — (continued). 


EXPENDITURE 


Brought  forward 

VI.  Administration 

1 .  Salaries  . 

2.  Pensions  . 

3.  Printing,  Stationery,  Postage,  Tele 

phones,  etc. .  ..." 

4.  Advertisements  . 

5.  Law  Charges . 

6.  Auditors’  Fee . 

7.  Sundries  . 


711.  Establishment  : — 

Reserve  for  Renewals  and  Repairs  to 
Buildings  and  Plant  . 


III.  Finance  ; — 

1.  Interest 

2.  Appeals 

3.  Rent  ... 

4.  Rates  and  Taxes 


Ordinary  Expenditure 


Sanatorium.  Hospital. 


£ 

£ 

£ 

r» 

X, 

27,514 

83,678 

473 

2,364 

223 

1,117 

37 

184 

2 

11 

3 

57 

33 

93 

45 

816 

171 

3,997 

1,751 

5,597 

514 

72 

1,516 

925 

1,439 

1,972 

3,560 

31,520 

96,832 

Extraordinary  : — 

I.  Contributions  to  other  Institutions  : — 

Transfer  to  I.  and  E.  Account — 

Sanatorium .  7,361 

Extraordinary  Expenditure  ...  7,361 


£31,520 


£104,193 


Total  Expenditure... 
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STATISTICAL  TABLES 


Statistics  for  Year  to  3  J  «s<  December ,  1944.  Compared  with  those  of  the  previous  Year 


1  —IN-PATIENTS. 

HOSPITAL  FOR  CONSUMPTION,  BROMPTON 


N  umbers 

Numbers 

in  1944. 

in  1943. 

(1)  Beds:  (a)  Complement  at  31st  December . 

368 

368 

( b )  Average  Daily  Complement  during  the  year  . 

368 

368 

(c)  Average  Daily  Number  Closed  during  the  year  owing  to — 

(i)  Re-building  or  Extension  Schemes  ... 

— 

— 

(ii)  Repairs,  Redecoration,  Cleaning  or  Infection 

— 

— 

(iii)  Other  Causes . 

624 

69-5 

id)  Average  Daily  Number  open  during  the  year — 

(i)  E.H.S.  Casualty  Beds 

86-6 

60 

(ii)  Other  Beds 

219-3 

238  5 

(e)  Average  Daily  Number  occupied  during  the  year — 

(i)  E.H.S.  Casualty  Beds  occupied  bv  Casualties 

10-6 

8-7 

(ii)  Other  Beds 

192-8 

218-7 

(2)  Number  of  In-patients  in  the  Hospital  at  beginning  of  year 

224 

219 

(3)  ,,  ,,  ,,  admitted  during  year . 

1,736 

1,651 

(4)  ,,  ,,  ,,  in  the  Hospital  at  the  end  of  the  year 

(5)  Average  number  of  days  each  Patient  was  resident  ... 

219 

224 

42-8 

50-4 

Ascertained  by  dividing  the  total  of  daily  counts,  viz.,  74,462,  by  the 
number  of  Patients  treated  to  a  conclusion,  i.e.,  (2)  +  (3)  —  (4) 

(6)  Number  of  Patients  admitted  and  discharged  during  the  year  who  were 

resident  for  (i)  only  1  day... 

212 

106 

(ii)  2  and  3  days 

105 

91 

SANATORIUM  AND  CONVALESCENT  HOME. 


(1)  Beds  :  (a)  Complement  at  31st  December . 

150 

150 

(b)  Average  Daily  Complement  during  the  year  ...  . 

150 

150 

(c)  Average  Daily  Number  Closed  during  the  year  owing  to— 

(i)  Re-building  or  Extension  Schemes 

_ 

(ii)  Repairs,  Redecoration,  Cleaning  or  Infection  . 

- — 

— 

(iii)  Other  Causes  ... 

— 

— 

( d )  Average  Daily  Number  open  during  the  year . 

150 

150 

( e )  Average  Daily  Number  occupied  during  the  year  . 

145.8 

146-7 

(2)  Number  of  In-patients  in  the  Sanatorium  at  beginning  of  year 

145 

148 

(3)  ,,  ,,  admitted  during  year  .  . 

343 

398 

(4)  ,,  ,,  in  the  Sanatorium  at  the  end  of  the  year . 

(5)  Average  number  of  days  each  Patient  was  resident . 

139 

145 

152-9 

133-5 

Ascertained  by  dividing  the  total  of  daily  counts,  viz.,  53, ,366  by  the 
number  of  Patients  treated  to  a  conclusion,  i.e.,  (2)  +  (3)  —  (4). 

(6)  Number  of  Patients  admitted  and  discharged  during  the  year  wrho  wrere 
resident  for  (i)  only  1  day  ...  ...  ...  ...  . 

2 

(ii)  2  and  3  days  .  . 

1 

3 

II.— OUT-PATIENTS. 

HOSPITAL  FOR  CONSUMPTION,  BROMPTON. 


(1)  Total  number  of  new  Out-Patients  . 

6,232 

6,727 

(2)  Total  number  of  Out-patient  attendances  . 

45,759 

48,994 

(a)  Number  of  Patients  on  books  at  the  beginning  of  the  year 

3,367 

2,972 

(B)  Number  of  Casualty  Patients  included  in  No.  1  above  ...  . 

147 

3 

(c)  Number  of  Maternity  Patients  included  in  No.  1  above,  attended  at 
home  ... 

Nil 

Nil 

(D)  Number  of  Attendances  on  Maternity  Patients  included  in  No.  2  above 

Nil 

Nil 

